Arlington Cultural Council 
6 / 12/17 

Town Hall Annex 1 st floor Conference Room 
7 : 30 - 9:00 
Meeting Agenda 


1. Attendance 

2. Approval of April 11 meeting minutes 

3. Update on Lisbet Taylor 

4. Treasurer Report 

5. Upcoming ACC-sponsored events 

6. Discussion: ACC to join other Arlington arts/culture groups 

7. Other Items? 



